
Bass Pro Dr./Bethel Rd 


Bridge Demolition 


Detours 


Northbound SH 26 
off-ramp to 
northbound SH 121 


Not to scale 


] Northbound SH 121 detour 


] Northbound SH 26 detour 


] Southbound SH 121 detour 


] Southbound FM 2499 detour 


] Westbound 1-635 detour 
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